SHERATON MOTOR INN 
West Tucumcari Boulevard 
(1-^0 U. S. 66 & U. S. 54) 
Tucumcari, New Mexico 88401 




81 Bright new rooms in a convenient highway 
location, IV 2 miles from downtown Tucumcari. 
Air Conditioned, T.V. and Free Parking. Dining 
Room, Cocktail Lounge, Banquet Room, and func¬ 
tion rooms to accommodate 150. 
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